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BILL NO. S-73-12- 


SPECIAL ORDINANCE NO. 



AN ORDINANCE approving a contract with 
CLOW CORPORATION for the purchase of 
material for Water Construction. 


BE IT ORDAINED BY THE COMMON COUNCIL OF THE CITY OF 
FORT WAYNE, INDIANA: 

SECTION 1. A certain contract approved November 21, 
1973, between the City of Fort Wayne, by and through its Mayor 
and the Board of Public Works, and CLOW CORPORATION, for: 


2682 ft. 12" Ductile Iron-Bell-Tite Pipe 15,823.80 
2 ea 6" C.I. Anchoring Ells-F1218 96.00 
4 ea 12"xl2"xl2" M.J. Tee w/set screw 840.00 
2 ea 12" x 6" Reducer M.J. F-960 122.00 
1 ea 12 "x90 " Ells, M.J. F-925 98.00 
1 ea 12"x22-l/2° Ell, M.J. F-935 w/set Screw 118 . 00 


1 - 7, 15 8 .80 

//'//, 

all as more particularly set forth on CITY UTILITIES PURCHASE 
ORDER NO. 2405, which is by reference incorporated herein and 
made a part hereof, is hereby in all things ratified, confirmed 
and approved. 

SECTION 2. This Ordinance shall be in full force and 



APPROVED AS TO FORM 

AND LfpALITY 

®m ATTORt'fKY 


c 

\ 


Read the first tine in full and on notion by ■/- , seconded by 

■ and duly adopted, read the second tins by title and referred 



(and— 1 hhe-Gity- Plan 


to the Committee on_ 

C o mai snixmrKtrr~r rgg gamsHaat l oa) and Public hearing to be held after due- legal -no t ic e , 


at the --Ceunni±— ChaEbers , Uaty-Gounty Building, Fort Wayne, Indiana, on 
the 


19 7_ 


ai. 


o ' clo ck P-H.KL -£m 

Date: Z&LzZ/S- *22- 


/ 





CITY CLERK 


Read the third tine in full and on notion by 

seconded b y 3 , and duly adopted, placed on its passage. 

Passed (LOS?) by the following vote: 



ABSTAINED 


ABSENT 


to~wit : 



T / CITY GLEPK 

Passed and adopted by the Common Council of the City of Fort Wayne, Indiana, 
as f (.Annexat ion) (Special) ( Aggr eg- rlatio n)- Ordinance 


(Renoltrtion) No , 


cZ A* d& teegb i i ; 197 KT’ 




ATTEST: . (SEAL) 



, i ’ &$» 

) n . 

L <«_— iJU 


cm CLERS 





day of_ 


lP 


Presented by me to the Mayor of the City of Fore ¥ayh%:^ndi^haj- on- 

“* ** .%!&. •fvf’.V; '*■' 


the^'^'^ 


A 


, 19 7 -El , .at the . hour o r ^ o 7 clock 

•* 


_M.,E.S.T. 



Approved and signed by me this 


his day of 




197l£_, 


Bill No. S?73*12rl7 

REPORT OF THE COMMITTEE ON CITY UTILITIES 

We, your Committee on City Utilities to whom was referred an Ordinance 

approving a contract with CLOW CORPORATION for the purchase 

of material for Water Construction . ' 

— ’ ’ " ’ " 

V 



(Bthw w FCDcmir wmrn 


#* 


% 


ITY UTBLITflES 


ORIGINAL 

PURCHASE ORDER NO. 


2405 


DEPARTMENT OF PURCHASES 
ROOM 950 CITY -COUNTY BUILDING 
NUMBER ONE EAST MAIN SJREET 
FORT WAYNE , INDIANA 46802 


r 


Ciow Corporation 
P.0. Box 516 
Bensev i i i e, I M . 



DATE 


Nov . 


This number must appear on each pa< 
age, packing siip, invoice, bitt of Jaclir 
gxjprass and correspondence- 


./ /] 


, / AJ , 

— j - .vuv Ax ’ / 


A - V ■ O l 




y 




L_ 


J 



t..'’ f 1 CP „ ( Ojt 

^11 


SHiP TO — 

Water Construction 
Sherman & Pape 
Ft. Wayne, Indiana 


/kl L Pi&Qte 


GENERAL ACCOUNTING 
4th FLOOR CITY ~ COUNTY BUILDING 
DUMBER OM£ EAST MAIM STREET 
FOKT WAYNIJNDIAHA 46802 
INVOICE IN DUPLICATE, INCLUDING 
CERTIFICATION AS REQUIRED BY 
: INDIANA STATE BOARD OF ACCOUNTS 


QUANTITY 

RECEIVED 


QUANTITY 

ORDERED 


2682 
2 ea 


4 

2 


ea 


ea 

ea 

ea 




DESCRIPTION 


ft. 

6 " 

I2» x 
F-9 40 
I 2" x 
12" x 
■12" x 
Glands F 


12" Ductile iron-uui i.-u 
C.i. Anchoring El I s-F i 21 8 
1 2” x 12" M 1 " r -~ 
and F i 0 5 8 

6" Reducer M.J. -F-960 
90" Ells, M.J . 


Bel l-Tite Pipe r 
,18 

J.Tee w/set srew Gland: 


22 Ell - M.J . 


F.O.B. 


058 
Ft. Wayne, 


F-925 

F-935 w/set Screw 


Indiana 


SUBJECT TO COUNCILMAN 1C APPROVAL 



L £. UiOVT 


Fort Wcr 


':'0W P- O* 


v-U |T/0V( 


ATD/ie # 3259 


ACC’T. OR 

W.O. NO. 


154.2 


ON 


i 


IM 
Acc 
unty Bldg 


'T ’ I 


C \ A • A ’ 

n Packinj 


UNIT PRICE 


5.90 

48.00 


210 , 

61 , 


00 

00 


oununfe. 


Slip 


5,823 


96 


840 
I 22 
98 


I I 8 


17, 1581 


.80 

.00 


.00 

,00 

.00 


,00 


.80 


NOTE: TERMS OF PAYMENT MUST BE SHOWN ON FACE OF INVOICE. OTHER^^ yC^SH DISC^LNJ^VItL BE TAKEN 


BY 


// / /// _ iTfypff 

( J* // / 0 


14 / 


SUBJECT TO CONDITIONS ON REVERSE SIDE 


C.ITY UTILITIES PURCHASING AGENT 


FORM U-IIA 


Treaty Co. 


Clew Corp. 


Quotations received pertaining to P.0. 2405: 


2682 ft. 

Ductile pipe 

$16,360.20 

$15,823.80 

2 

#F1218 

93.66 

96.00 

4 

#F940 and #F1058 

936.16 

840.00 


#F360 

229.12 

122.00 

1 

#F925 

150.19 

98.00 

1 

#F935 and #F1058 

139.02 

118.00 

TOTALS 


$17,908.35 

$17,097.80 


! i 


OF OHDT.v 


DIGEST SHEET 


City Utilities Purchase Order #2405 




depa ftment reo cjbstjmg oudi mas 


Board of Public Works 


• Sy K ‘ 0!>yiS ° :S OAERsAN'CK .Request, .approval. for _ the, purcha se nf material* 

from Clow Cor porati on for hsp by Construction on Bv-Pass 30 S tate 

Highway P roject U - 724( ?0). _ ' ' 


(Bid T abulation at tached) 



‘ff 1 ' 5 ? -V Ti* : r f * O'ii' o A qc* .* fAcv 

4 , .v f s/ X \.F„V Jl A ^ 


Will have the materii 


.By-Pas s 30. 


EFFECT OF NON '-PASSAGE Will not be ab le to complete project. 


MONEY iMYOIF/jS'D (Direct Cost:,-, Expenditures, Savings) 

To tal Cos t to Ci ty Ut ilit ie s: $1 7.0 97.80 


/• C'i 

( ' if f ) TO CO Y Yf.OTC.i' 

: (J. AC ) < 

~ ^ L 
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L a i 




)cG 


